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Coaxial’s New Alarm and Control System... .........-. Weber. . . 122 
TD-2 Repeater Station at New Holland, Pa. (Picture)... .. 29 
Repeaters, Electronic 
Retirement 
Ringing Selection in No.5 Crossbar . . . Goddard . . 168 
Selectors, 60-Type 
Vibrating Reed Selectors for Mobile Telephone Systems . . . .. . . Keller . . . 2 
Semiconductors 
Sender Link Frames for No.5 Crossbar... .... eee Swift 258 
Sequentially Operated Teletypewriter 
Universal Selector see “Sotus” 
Shock Measuring Devices see Accelerometers 
Signaling 
Equipment Features of the Cable Carrier System . . . ....... Wier ... 22 
Multifrequency Power Supply for Reed Signaling . . ........ Pruden .. 112 
Vibrating Reed Signaling for Mobile Radio. . . ......... Hoth ... 72 
Signals, Permanent, in No.5 Crossbar . . . ee eee Michal. . . 461 
“Smith Chart” see Charts (Transmission Line Chart) 
Solder and Soldering 
“Sotus” 
81-C-1 Teletypewriter Switching System . . . . Bacon . 145 
Sound 
Pressure Measurements 
Radiation 
Radiation Patterns of Telephone Instruments . . . . 372 
Systems 
Murray Hill Auditorium asa Listening Room ...........- Cooke... 16 
Visible 
Waves 
Spectroscopes and Spectroscopy 
Cathode Ray Sound Spectroscope . . . ee Davis . 263 
Spray Booths see Finishes 
Static 
Stress and Strain 
_ Optical Measurements of Residual Stresses in Glass Bulbs . . . . . . . Read 62 
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“String Saw” see Crystals. Cutting 


Submarine Cable Links Key West—Havana . . .... 


Sun Spots 


Switching 


Connectors for the No. 5 Crossbar System . Bishop. . . 
81-C-1 Teletypewriter Switching System . . . Bacon. . . 
Incoming Register Circuits for No. 5 Crossbar . . McAlpine. . 
Incoming Register Link for No.5 Crossbar . . . Koechling . 
Number Group Frame for No. 5 Crossbar . . . Morzenti . . 


TD-2 Repeater Amplifier Bay (Picture of Transmission Test) . . . . ....... 
TV Signals “Bounced” Over Hill by “Mirror”... 


Tape, Magnetic 


Taxes 
A T & T Gives Views on Telephone Taxes . . . . eee 


Telegraph Systems, Carrier—43A1 


43A1 Carrier Telegraph System Being Tested (Picture)... 


Telephone 
History 

Angus B. Hibbard—Pioneer Telephone Executive and Inventor . . . . Hill . 
Iran 


Service 
Exhibit Shows Laboratories Developments for Telephone Service . . . . ... - 
Overseas Telephone Service to Iran Opened . . . 
Pacific Company Radio Assists in Hospital Ship Rescue Work . . . . . . ~~ - 
Statistics 
Systems 
Carrier 
Coaxial’s New Alarm and Control System (Type L) . . . ... Weber. . . 
Equipment Features of the Cable Carrier System (Type K) . . . . Wier 
Ten Years’ Service Justifies Designers’ Confidence . . . 
Dial—Crossbar No, 5 
Connectors for the No. 5 Crossbar System . . Bishop. . . 
Design Patterns for No.5 Crossbar . . Ferguson. . 
Equipment Arrangements for No. 5 Crossbar Markers . . . . . . Graupner. . 
Incoming Register Circuits for No.5 Crossbar. . . . . . McAlpine 
Incoming Register Link for No.5 Crossbar . . . . Koechling . 
Maintenance Facilities for the No. 5 Crossbar System . . . . . . Williford . . 
Message Register Operation in No. 5 Crossbar . . . . . . . Low... . 
Number Group Frame for No. 5 Crossbar . . . Morzenti . . 
Operator Connections in No.5 Crossbar . . . Curley. . . 
Originating Dial Pulse Register Circuit for the Crossbar System No. 5 Dehn . 
Permanent Signals in No.5 Crossbar . . . . Michal. . . 
Pretranslation in No.5 Crossbar... Avery... 
Pulse Conversion in No.5 Crossbar . . . Michael . . 


Volume 28, 1950 


366 
56 
145 
104 
115 
298 
156 

T 
442 
465 
270 
448 
78 
85 
274 
85 
469 
71 
122 
22 
537 
161 
343 
56 
245 
397 
104 
115 
| 313 
404 
502 
298 
199 
7 
461 
156 
533 


Telephone (Continued) 


Systems 
Dial 
Register and Sender Testing in No. 5 Crossbar . . . . Scheer. . . 490 
Ringing Selection in No.5 Crossbar . . Goddard . . 168 
Sender Link Frames for No.5 Crossbar . . . . Swift 258 
Traffic Registers for No.5 Crossbar . Wagenseil . 545 
Trouble Recording for the No. 5 Crossbar System . . . .... Mehring . . 214 
Trunk Selection by No. 5 Crossbar Markers... . Erwin . . . 3857 
Toll 
New Duct-Type Bay for Toll Transmission Equipment . . . . . . Haury. . . 202 
New Long Distance Center Opened in Boston. . 30 
Telephone Pioneers of America 
Frederick Johnson Elected President of Pioneers... . . ee 318 
M. J. Kelly Elected Pioneer President (of Frank B. Jewett Chapter)... . 2... .. 280 
News of the Telephone Pioneers . . . . 419, 512 
Telephone Service Continued to Improve in 1949 . . . 76 
Telephone Service for the Pentagon Building . . 356 
Teletypewriter Systems, 81-C-1 
Automatic Teletypewriter Switching System for Ford . . ....... 399 
Bell Laboratories Served by Western’s New Teletypewriter Switching 
81-C-1 Teletypewriter Switching System . . Bacon. . . 145 
Television 


Apparatus and Equipment 
New York Telephone Company’s New Television Pick-Up Truck 


Networks 
Operating Control Position for Television Networks (Picture) . . ........ 78 
Rates 
Bell System Rates for TV Network Service . . 460 
Systems, Color 
Transmission 
Bell System Television Network Routes (Map) . . . 226 
TV Signals “Bounced” Over Hill by “Mirror” . . 270 
Ten Years’ Service Justifies Designers Confidence . . . 161 
Termites 
Termites and Their Control in Telephone Poles . . . . ....... Amadon . . 348 
Test Sets, Photoelastic 
Testing 
Register and Sender Testing in No.5 Crossbar... . . Scheer. . . 490 
Thermistors, D-177232 Bead 
Thermistor Aids in Measuring Humidity . . . 15 
Thomson, J. J., Volumes Now in Library . . 413 
Three-Bay Cabinet for Laboratory and Shop... .........~. Harazim . . 458 
Thunderstorms 
Teale Registers for No: SCromber . Wagenseil . 545 
Transistors 
Background Noise in Transistors . . . . eee Montgomery 400 
Cover of September Issue of Recorp Shows Apparatus for Transistor Studies . . . . . . 394 
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Equipment 
New Duct-Type Bay for Toll Transmission Equipment . .... - - Haury... 
Lines, Coaxial 
Measurements 
Automatic Frequency Control for Heterodyne Measurements . . . . Leed 
Automatic Transmission Measuring Set... ... es Hudack 
Phase Measurements for L Carrier Components . . . ...... Alsberg 
Tests 
Over-All Transmission Tests on a TD-2 Repeater Amplifier Bay (Picture) . . . . . 
Treasury Department at West Street (Picture) . . 
Trends in Electronic Components and Assemblies (Talk by E.I.Green) . . . ... . 
Trouble Record Cards see Recorders, Trouble 
Trouble Recording for the No. 5 Crossbar System... . Mehring . . 
Trucks 
New York Telephone Company’s New Television Pick-Up Truck (Picture) .... . 
Trunk Selection by No. 5 Crossbar Markers... .. Erwin... 
Trunking 
Operator Connections in No.5 Crossbar . . Curley. . . 
Johanson . . 
Vacuum Tubes 
Machine for Winding Helices on Ceramics . . . . . . eee 
404A and 6AK5 
Fine-Wire Type Vacuum Tube Grids . . . . Walsh. . . 
Variable-Frequency Oscillator Stabilized to High Precision . . . . . . . Koerner . . 
Vibrating Reed Selectors for Mobile Telephone Systems... .... . Keller . . . 
Vibrating Reed Signaling for Mobile Radio . . . . .. Hoth 
Vibrations, Audio Frequency 
Network to Represent the Inner Ear. . . eee Bogert. . . 
Vistanex 
Plastic Covers for Switchboard Cable . . . . . Brobst . . . 
Vocal Organs 
Miscteical VocalGystem . Schott . . . 
W 
Wave Guides 


Wood Preservation 
Radioactive Isotopes in Timber Preservation Studies 


Termites and Their Control in Telephone Poles . . . . ....... Amadon . . 
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